To: 

Way,  Steven[way. steven@epa.gov 

From: 

Fearn  Engineering 

Sent: 

Tue  5/19/2015  4:49:01  PM 

Subject: 

RE:  Gold  King  #7  Level  Data 

Steve  - 

Sounds  good  - we  can  talk  then  or  earlier  if  you  want  - unfortunately,  I have  a prior  commitment  in 
Durango  from  12:00  to  3:00  on  May  27  (unless  I can  get  it  changed).  I could  meet  with  you  in  the 
morning  or  after  the  ARSG  meeting  - either  could  work.  Let  me  know  what  works  for  you. 

Steve 


— Original  Message — 

>From:  "Way,  Steven"  <way.steven@epa.gov> 

>Sent:  May  19,  2015  10:29  AM 

>To:  Fearn  Engineering  <fearneng@rmi.net> 

>Subject:  RE:  Gold  King  #7  Level  Data 
> 

>Steve, 

> 

>Thanks  for  the  follow  up  on  the  mapping.  We  can  connect  next  week  in  Silverton  at  the  meeting  on  this 
if  you  plan  to  be  there. 

> 

>l'll  look  forward  to  seeing  you  then.  Let  me  know  if  you  would  like  to  talk  before  then. 

> 

>Steve 

> 

>Steven  Way 

>Federal  On-Scene  Coordinator 
>Emergency  Response  Unit 
>US  EPA  - Region  8 
>1595  Wynkoop  Street 
>Denver,  CO  80202 
> 

>Office:  303-312-6723 
> 

> — Original  Message — 

>From:  Fearn  Engineering  [mailto:fearneng@rmi.net] 

>Sent:  Tuesday,  May  19,  2015  9:42  AM 
>To:  Way,  Steven 
>Subject:  Gold  King  #7  Level  Data 
> 

>Steve  - 1 have  some  copies  of  Geologic  Maps  that  may  be  helpful  in  opening  the  Gold  King  #7  Level  at 
Gladstone.  (Took  a while  to  find  locate  it  this  winter)  I would  be  glad  to  loan  it  to  you  for  this  purpose. 
Let's  talk  about  how  we  can  arrange  to  get  it  to  you. 

> 

>Steve  Fearn 

>Silverton 

> 

>(970)  946-9243 
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